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The article analyzes the factors and causes of the 


occurrence and development of accidents at oil 
products supply facilities. It is shown that the 
main causes and factors of accidents are the pres- 
ence of large amounts of oil and oil products at 
the facility, which are explosive and flammable 
substances, transportation of oil products under 
high pressure, operation of equipment under pres- 
sure at high temperatures, the presence of period- 
ic processes and transient conditions of equip- 
ment as well as the corrosive activity of oil and 


oil products (especially with sulfur compounds). 
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AHasM3upyroTtca (akTOpbl HW TPH4HHbI BO3HUK- 
HOBCHMA HU pa3BHTHA aBapuu Ha OOBEKTAaX HedTe- 
mposykKTooOecneuenua. JloKa3aHoO, 4YTO OCHOB- 
HbIMU TIpH4YHaMu UW PakTOpaMu BOSHUKHOBeCHHA 
aBapul ABJIAFOTCA HasIMuue Ha OObeKTE OObINOTO 
KONMY4eCTBa HeEMTH MU HeEMTeMPOAYKTOB, ABJIAEO- 
IMXCA B3PbIBO- HM MOKapOOMaCHbIMU BEILeCTBAa- 
MH, TpaHCMOpTupoBaHve He@TenpoOAyKTOB MO 
BbICOKHM JjaBJICHHeM, IKCINIyaTauua OOOpyOBa- 
HUA MO aBJIGHWeM Ip BbICOKUX TeMIIepaTypax, 
Hamuue Ha OOBEKTe NepHOAM4eCKHX TIpOWeccoB 
MW WepeXOJHBIX PexKUMOB padoTH! OOOPyOBaHHA, 
a Tak?Ke KOPpO3HOHHadA aKTMBHOCTb HedTuH U 
He@TelipoJyKTOB (OCOOeHHO TIpH Hasyn cep- 
HUCTBIX COeJIMHEHHH). 

Kuno4eBble cJ10Ba: aBapusa, HedTera30Bblii KOM- 
IIJI€KC, 


B3PbIBOOe3ONAaCHOCTb, MPOMBbIMlJIeCHHar 


Oe30NaCHOCTh, aHasIM3 PHCKOB. 


Introduction. Oil-refining enterprises have a rather high level of threat of an emergency of natu- 


ral and man-made character. Improving the safety of oil refining facilities 1s the main way to prevent 


threats of man-made nature, and therefore the factors and causes of accidents at oil products supply facili- 


ties during operation are among the most important tasks [1-2]. 


The existing problem can be solved by assessing the most common causes of accidents and elimi- 
nating factors that adversely affect the degree of industrial safety [3-4]. 


Main part. The causes of accidents and factors contributing to the occurrence and development of 


accidents at oil products supply facilities depend on the components of this facility. 


Typical components of an oil product supply facility (e.g. an oil refinery) are: 


- raw hydrocarbons processing facility; 


- chemicals section; 
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- AT-400 facility; 

- AT-400/2 facility; 

- AT-5 facility; 

- WT-1 facility. 

For this technological equipment the characteristic factors, which can promote occurrence and de- 
velopment of accidents on objects of oil product supply will be: 

1. the presence of oil products in the equipment, which are explosive-dangerous substances, as 
well as the presence of a constant source of ignition (furnace nozzles), which create a danger of fire, ex- 
plosion due to emergency depressurization of the unit; 

2. operation of equipment under pressure at high temperatures; 

3. human factor: non-compliance with the technological equipment operation mode, errors in 
structure strength calculation; 

4. failure of control and measuring equipment; 

5. space-time factors; 

6. presence of periodic processes and transient operation modes of equipment at the facility. 

Possible causes of occurrence and development of accidents at oil product supply facilities for this 
process equipment will be: 

1. parameters exceed critical values; 

2. decrease in mechanical strength (defect in design); 

3. corrosive wear of equipment; 

4. depressurization of equipment as a result of loss of strength; 

5. depressurization of equipment as a result of fire, leakage during depressurization of pipelines, 
adjacent equipment ("Domino effect»); 

6. external impact of natural and man-made character; 

7. unauthorized outside interference. 

In addition to the considered process equipment and facilities at oil products facilities are located: 

- feed and product department; 

— tank battery; 

- gas condensate loading station; 

- facility for car loading and unloading of oil and oil products. 

For these oil-refining facilities, the factors contributing to the occurrence and development of ac- 
cidents will be: 

1. the presence of significant amounts of gasoline as well as oil, diesel fuel, kerosene, marine low- 
viscosity fuel and fuel oil in tanks, which is a flammable liquid, which create the danger of the release of 
a large number of explosive substances during emergency depressurization of tanks and vessels; 

2. large single volumes of tanks and main pipelines, which even with minor depressurization (or 
destruction) contribute to the release of a large number of hazardous substances; 

3. availability of equipment of various types (pumps, pipelines, valves) with a significant number 
of welded and flange connections, valves and control valves; 

4. the presence of sulfur compounds in oil and petroleum products, which contributes to the for- 
mation of pyrophoric compounds (in interaction with corrosion products), which in turn leads to the dan- 
ger of their ignition with subsequent explosion or fire inside the equipment; 

5. a wide range of hazardous secondary combustion products formed due to the complex fractional 
composition of petroleum products: nitrogen dioxide, carbon, sulfur dioxide, carbon monoxide, organic 
acids, carbon dioxide. 

As a result of these factors, the possible causes of accidents at oil products facilities will be: 
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1. defects in the manufacture, installation and repair of equipment that can lead to full or partial 
depressurization; 

2. failure of pipelines, fittings, separable joints, depressurization of the equipment due to internal 
mechanical defects, overload, mechanical damage, corrosion, and untimely removal of paraffin deposits; 

3. influence of external factors (mechanical damage during loading and unloading, heating, at- 
mospheric corrosion, etc.) on the equipment; 

4. personnel errors during the technological process of oil/oil products transfer; 

5. overpressure above the regulated values; 

6. depressurization (destruction) of tanks at their overflow; 

7. destruction or significant depressurization of tanks due to the formation of local areas of explo- 
sive mixtures of flammable liquids vapors with air at violations of technological regulations at repair 
works; 

8. impact of fires and/or explosions on process equipment and pipelines; 

9. errors of maintenance personnel. 

Thus, the most significant factors affecting risk indicators at the oil product supply facilities are: 

- availability of a large amount of oil and oil products that are explosive and fire hazardous sub- 
stances at the oil product supply facility; 

- transportation of oil products under high pressure; 

- operation of equipment under pressure at high temperatures; 

- availability of periodic processes and transient modes of equipment operation at the facility; 

- oil and oil products corrosion activity (especially in the presence of sulfur compounds); 

- pyrophoric compounds in oil. 

The main measures that can be aimed at reducing the risk of accidents at oil products supply fa- 
cilities are: 

1. compliance with technological norms and safety parameters specified in technological regula- 
tions for the operation of technological equipment; 

2. compliance by working personnel with the requirements, rules and norms of labor protection, 
fire and industrial safety when working with flammable and combustible liquids, training on labor protec- 
tion; 

3. carrying out periodic knowledge assessment of requirements of labor protection and industrial 
safety before the permit to unsupervised work; 

4. timely technical examination of process equipment, devices and pipelines; 

5. continuous pressure examination of process equipment and pipelines; 

6. maintenance of fire hydrants, leakage detection systems and other safety equipment in working 
condition; 

7. periodic examinations and individual testing of shut-off valves; 

8. periodic ground checks of equipment and utilities in accordance with the operating Safety Rules 
for Operation of Consumer Electrical Installations; 

9. periodic function tests of local communication flow chart of workers and engineers and techni- 
cians of the object (according to the approved schedule); 

10. timely development of priority and future timed action plan (in the case of breaches) approved 
by the Federal Service for Environmental, Technological and Nuclear Oversight of Russia, for bringing 
industrial equipment into compliance with the norms and rules of safe operation; 

11. timely replacement of worn-out and obsolete equipment; 

12. strengthening measures to protect a hazardous production facility from possible terrorist acts; 

13. improvement of professional skills of service personnel and its regular recertification; 


o//bps-journal.ru oe 





( J J » / / 
| 


Safety of Technogenic and Natural Systems 





14. training sessions and training alerts on the emergency response plan according to the approved 
schedules. 

Conclusion. The conducted research allows to conclude that the main causes and factors of acci- 
dents are the presence of a large amount of oil and oil products at the facility, which are explosive and fire 
hazardous substances, transportation of oil products under high pressure, operation of equipment under 
pressure at high temperatures, presence of periodic processes and transient modes of operation of equip- 
ment, as well as the corrosion activity of oil and oil products (especially in the presence of sulfur com- 
pounds). 
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